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reply that the King could have no confidence in Ministers who
used their power so arrogantly. George wrote in his account
of the negotiations which preceded the change of Ministers:

On dismissing the late Ministers justice to my much injur'd friend
Lord Bute made me assure Mr Greenville that He had no personal
share in the Change of the Ministry & that he had not interfer'd
during the course of that Administration either as to Persons or
Measures.

Grenville did not believe this: he was confident that it was
Bute who had ousted him from office.
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